and then during the conversation he kept
going through there and he said, "No, I don't
believe I can accept these records because I
don't think any other inspector would accept
them," and therefore he wrote the citations.

ADMINISTRATIVE LAW JUDGE:  Well, what
was his reason for not accepting them, do you
remember?

THE WITNESS: His reason that he gave us
was that any other inspector would not accept
them.

ADMINISTRATIVE LAW JUDGE:  For what
reason would any other inspector not accept
them?

THE WITNESS:  He didn't say.  He did not
say, "Because the forklift is not listed on-
here I cannot accept these."  He said, "I
cannot accept these because I don't think any
other inspector would accept them."

ADMINISTRATIVE LAW JUDGE:  What did you
provide to the Inspector, to Mr. White, to
have this citation terminated or abated?

THE WITNESS:  The additional, number
three.

ADMINISTRATIVE LAW JUDGE: Which is what
you have in your hand?

THE WITNESS;  Yes, sir, R-4.

ADMINISTRATIVE LAW JUDGE:  R-4.  When
was that provided to him?

THE WITNESS:  We started this one on the
twenty-second, and he was supposed to be back
that same week, I believe, but he got tied up
and couldn't make it back.  He came back the
next morning, to abate what we've got on, and
he was supposed to come back the following
week, and it was several days before he got
back.W JUDGE:  All right,
